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Message Text 

UNCLASSIFIED 

PAGE 01 SEOUL 00467 26II28Z 
ACTION OES-07 

INFO OCT-OI EA-12 ISO-00 EB-08 10-14 CCO-00 PASO-00 
/042 W 

124520 26I530Z/45 

R 260744Z MAY 78 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC 1319 

UNCLAS SEOUL 467 

E.O. 11652: N/A 
TAGS: TECH, ENRG, KS 

SUBJECT: KOREAN OBSERVER AT KEWAUNEE FUEL LOADING 

TO: MR. EVAN W. JAMES SR. 

VICE PRESIDENT 

WISCONSIN PUBLIC SERVICE CORP. 

P. O. BOX 1200 

GREEN BAY, WISCONSIN 54305 

AS ARRANGEDBY IAEA ADVISOR WILLIAM RUHLMAN, MR. KOO-WOUN 
PARK, NUCLEAR ENGINEER, KOREA NUCLEAR ENGINEERING SERVICES 
INC. IS PLANNING TO VISIT THE KEWAUNEE NUCLEAR POWER STATION 
AS AN OBSERVER DURING FUEL LOADING. MR. PARK WILL ARRIVE 
GREEN BAY 0910 HOURS MAY 28 VIA FLIGHT NC-451 FROM CHICAGO. 

ANY ASSISTANCE YOU PROVIDE MR. PARK WILL BE APPRECIATED. 

ROBERT A. STELLA 

SCIENTIFIC AND TECHNOLOGICAL ATTACHE 
AMERICAN EMBASSY 
SEOUL, KOREA 
STERN 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC VISITS, NUCLEAR FUELS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 may 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978SEOUL00467 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780223-0196 

Format: TEL 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978051 4/aaaaaldc. tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a7d0b695-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2548393 
Secure: OPEN 
Status: NATIVE 

Subject: KOREAN OBSERVER AT KEWAUNEE FUEL LOADING TO: MR. EVAN W. JAMES SR. VICE PRESIDENT 
TAGS: TECH, ENRG, OTRA, KS, US, (KOO-WOON PARK) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a7d0b695-c288-dd1 1 -92da-001 cc4696bcc 
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